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Brailll Architectural Shapes in ALUMINUM 

2 FROM WAREHOUSE STOCK 





Note the selection of Aluminum extrusions, fittings and other parts available from 
warehouse stock. We are continually expanding and enlarging our line to offer 
the fabricator the best in service and product. \ 


All Aluminum extrusions are furnished “As Extruded" * in stock lengths as shown. 
For ordering anodized extrusions, see below. 


is 


ervice is 


ARCHITECTURAL ANODIZING (Alumiliting) 

Special warehouse service for the Aluminum Fabricator 

- All aluminum extrusions shown are available in anodized finish to industry specifications: 


Our (Best SaL 


esman 


204 R1 


Caustic Etch and Anodize (Vi Hour) 

215 R1 Caustic Etch and Anodize (1 Hour) 

204 Cl R1 Polished Satin Finish, Caustic Etch and Anodize (Va Hour) 


215 Cl R1 Polished Satin Finish, Caustic Etch and Anodize (1 Hour) 

204 A1 R1 Buffed Finish, Caustic Etch and Anodize I y 2 Hour) 

215 A1 Rl Buffed Finish, Caustic Etch and Anodize (1 Hour) 


Special finishes, on request 


Write For Catalog No. 58 Containing Complete Line of Architectural 
Shapes and Supplies in Aluminum, Bronze, Steel and Iron. 


7540 McCormick Blvd., Skokie, Illinois 
Chicago Phone: ROgers Park 1-4600 



Write For Free Copy of Our Design Book, Containing Illustrations of 
Ornamental Treillage, Railings, Fixtures, Furniture, etc,, etc. 


J.G.Brauiij^ Company 


EST. 1887 


Direct line from Philadelphia to New York: 
ENTERPRISE 6268 


537 West 35th St , New York 1, N. Y, 
Phone: BRyant 9-8528 


ALUMINUM BARS ..a SHAPES 




Weights and Measurements Approximate 

RECTANGULAR BARS 

6063*T5 Alloy and Tompor 
16 Ft. longth 


tin 

Vs" x Vi" 

l /s"X %" 

Vs" X 
Vs" x r 
Vs" x iy 4 " 
Vs" X V/f 
Vs" X 13/ 4 " 
Vs" X 2" 
Vs" X 2Vi" 

y«'x4'' 


WtPar Foot 

.075 lbs- 
.094 lbs. 
.112 lbs. 
.150 lbs. 
.182 lbs. 
.224 lbs. 
.263 lbs. 
.300 lbs. 
.375 lbs. 
.450 lbs. 
.600 lbs. 


m 


Vis" x Vi" 
Vis" x 
Vis" X V4" 
Vis" x r 
Vis" x iy 4 " 
Vis" X IV*" 
Vis"x13/ 4 " 

Vis" x 2" 
Vis" x 2»/ 2 " 
Vis" x 3" 


.113 lbs. 
.141 lbs. 
.169 lbs. 
.226 lbs. 
.281 lbs. 
.337 lbs. 
.394 lbs. 
.450 lbs. 
.563 lbs. 
.677 lbs. 


Vs" x Vi" 
Vi" x Vi" 
y 4 "x 3 /4 ” 
Vi" x 1" 
Vs" x iy 4 " 


.147 lbs. 
.187 lbs. 
.225 lbs. 
.300 lbs. 
.375 lbs. 


Slio 

Wt. Ptr Foot 

Slio 

Wt Par Foot 

Vs" x IVi" 

.450 lbs. 

Vi" X IVi" .682 lbs. 

Vs" x 1 Vi" 

.525 lbs. 

Vi" x I*/." 1.080 lbs. 

Vs" x 2" 

.582 lbs. 

14" x 2" 

1.200 IlM. 

Vs" x 2Vi" 

.750 lbs. 

Vi" x 2 V 1.50011m. 

i/ 4 " x 3" 

.900 lbs. 

Vi" x 3" 

1.800 lbs. 

Vi" x 4" 
Vi" x 5" 
Vi" x 6" 

1.164 lbs. 
1.500 lbs. 
1.800 lbs. 

Vi" x 4" 2.396 lbs. 

Vi" x 5" 3.000 lbs. 

Vi" x 6" 3.600 lbs. 

Me" x 2" 

.749 lbs. 

ys" x 1" 

.749 lbs. 

M" x Vi" 
M" x »/," 
M" x */♦" 
M" x 1" 
M" x IVs" 

.224 lbs. 
.278 lbs. 
.338 lbs. 
.450 lbs. 
.561 lbs. 

°/s xiy 4 " 936 lbs. 
8 /s" x IVi" 1.124 lbs. 

M" x 2" 1.498 lbs. 

M" x 3” 2.246 lbs. 

3/ 4 " x 1" .899 lbs. 

M" x IVi" 
ys" x IVi" 
M" x 2" 

.675 lbs. 
.787 lbs. 
.873 lbs. 

3/s" x iy 4 " 1.126 lbs. 
3/ 4 "xiy 2 " 1.320 lbs. 
3/s" x 13/ 4 " 1.572 lbs. 

ys" X 2Vi" 

1.126 lbs. 

3 /«" x 2" 

1.764 lbs. 

M" x 3" 

1.350 lbs. 

3/ 4 "x2»/ 2 " 2.248 lbs. 

M" x 3Vi" 

H" x 4" 
M" * 5" 

1.576 lbs. 
1.800 lbs. 
2.252 lbs. 
2.700 lbs. 

3/s" x 3" 
3/ 4 " x 4" 
3/s" x 5' 

2.700 lbs. 
3.594 lbs. 
4.500 lbs. 

M" x 6" 

1" x IVi" 1.800 lbs. 

Vi" x 3/ 4 " 

.449 lbs. 

1" x 2" 

2.400 lbs. 

Vi" x 1" 

.600 lbs. 

1" x 3" 

3.600 lbs. 

Vi" x U/4" 

.750 lbs. 

2" x 4" 9.584 lbs. 


SQUARE BARS 


6063-T* 

Alloy and Tompor 


16 Ft. Longth 



Six* 

Vi" X l/ 4 " 
Ms" X */i," 

M"X H" 

Vi" x Vi" 
%"x M" 

3 /s"X »/ 4 " 
1" xl" 

iv 4 " x u/ 4 " 
IVi" X IVi" 
2" x 2" 


Wt. Par Foot 

.073 lbs. 
.116 lbs. 
.169 lbs. 
.294 lbs. 
.468 lbs. 
.673 lbs. 
1.200 lbs. 
1.875 lbs. 
2.700 lbs. 
4.800 lbs. 


ROUND RODS 

6063<T5 Alloys Tompor 
16 Ft. Longth 



Diam Wt. Par Foot 

Vi" .235 lbs. 
.368 lbs. 
.529 lbs. 
.942 lbs. 
1.472 lbs. 
IVi" 2.120 lbs. 
2" 3.770 lbs. 


M" 

Vs" 

1" 

IVi" 


L 


ANGLES 

EQUAL 


4638 

4627 

4628 

4953 
4678 

4629 

4954 

4630 
4615 

4631 
4603 

4632 
4623 
4684 


A 

Vi"x 
Vi" x 
M"x 
Vs" x 
Vs" x 
Vs" x 


Weight 
Par Foot 


4633 

4604 


h 4 6063-T5 Alloy A Tompor 
y 16 Ft. Longth 
Slia 

B T 

Vi" x Vie" 

Vi" x y," 

V." x i/ # " 

Vs" X y 16 " 

Vs" X Vi 2 " 

Vs" X y," 

i" x i" x y 16 " 

1" X 1" X Vi" 

1" X 1" x Vis" 

iy 4 "xiy 4 "x Vi" 

1»/s" X iy 4 " x Vis" 

1,Vi" x IVi" * Vi" 

IVi" X IVi" x »/,." 

1 3 /s" X 13/4" X H" 

2" x 2" x Vi" 

2" x 2" x Ms" 

2" x 2" x i/s" 

3" x 3" x Vis" 


.070 lbs. 
.131 lbs. 
.168 lbs. 
.108 lbs. 
.158 lbs. 
.206 lbs. 
.145 lbs. 
.281 lbs. 
.408 lbs. 
.355 lbs. 
.519 lbs. 
.431 lbs. 
.633 lbs. 
.506 lbs. 
.581 lbs. 
.857 lbs. 
1.124 lbs. 
1.308 lbs. 


HEXAGON RODS 



6063-T5 


M Alloy A Tompor 
^ 16 Ft. Longth 


Dim. "A" 


Waight 
Par Foot 


Vi' 

Vs' 

1' 

l’/a' 


.259 lbs. 
.586 lbs. 
1.039 lbs. 
2.237 lbs. 


ANGLES UNEQUAL 


4634 
4955 

4635 1" 
4957 

4636 


. -J 

Slio 

A B 

Vs" X %" X 
1" X Vi" X 
X Vi" X 
1" x Vs" x 
IVs" x Vi" x 
4756 IVi" * Vi" x 
4637 IVi" x 3/ 4 " x 
IVi"x1" x 
1Vs"x Vs' * 
2" x Vi" x 

2" x 3/ 4 " x 
4639 2" x 1" x 
4765 2Vi"x1" x 

3" x 1" x 
3" x 2" x 
4663 3*/i" x IVi" * 
4797 4" x 2" x 
4795 5* x 3" x 
* 4685 5y 4 " x 2 Vi" x 


4624 

87070 

4783 

4764 


6063-T5 

Alloy and Tompor 
16 Ft. Longth 
Waight 
Par Foot 

.116 lbs. 
.158 lbs. 
.206 lbs. 
.244 lbs. 
.244 lbs. 
.281 lbs. 
.319 lbs. 
.356 lbs. 


T 

M2" 

Ma" 

Vi" 

Vs" 

Vs" 

Vs" 

Vs" 

Vs" 


4956 

4772 


* 6063-T6 
Alloy and Tompor 


.209 lbs. 
.355 lbs. 
.394 lbs. 
.431 lbs. 
.506 lbs. 
.581 lbs. 
.716 lbs. 
.894 lbs. 
.863 lbs. 
1.157 lbs. 
i/i' 1.106 lbs. 
•Long leg.062" 
short leg .081" 


x v 

Vs" 

Vs" 

Vs" 

Vi" 

Vi" 

Vi" 

Vs" 

Vs" 


ORNAMENTAL BARS \ 

6063-T5 Alloy and Tompor 16 Ft. Longth ^ 

K s /«*-i I— V," C 



4813 

.431 lbs. 4814 .860 lbs. 


COPYRIGHT 1959 J. G. BRAUN CO. 






















































ALUMINUM SHAPES 


-h t k- 



k- 

B 





Size 



Number 

A 

1 

3 


c 

4971 

3 /s" 

x Vi' 

X 

3 /s" 

4611 

3 /s" 

X 3 /i" 

X 

3 /s' 

4600 

w 

xl" 


X 

y 2 * 

4609 

Vi" 

x 1 i/i " 

X 

w 

87071 

w 

xIVi* 

X 

3 / 4 * 

4959 

Vi 

X 1 7 /l 6 

" X 

Vi 

4612 

Vi 

xiy 2 w 

X 

w 

4963 

3 /i" 

xiy 2 " 

X 

3 / 4 " 

4616 

w 

x 1 3 / 4 " 

X 

y 2 * 

4986 

3 /4" 

x 1 3 / 4 " 

X 

3 / 4 ' 

4689 

1" 

x1 3 / 4 " 

x 1" 

4617 

w 

x 2" 


X 

y 2 * 

4965 

1" 

x 2" 


X 

1" 

22266 

.5 50' 

'x 2.100’x 

.550 

4958 

9 /ie' 

x23/ 32 

* X 

9 /l«' 

4668 

7 /«" 

x2i/ 4 " 

X 

v% 

4967 

3 /i * 

X 21 / 2 " 

X 

3 / 4 ' 

4693 IV 2 * 

X 21 / 2 " 

X 

iy 2 * 

4610 

Vi" 

x 3" 


X 

w 

4968 

1" 

x 3" 


X 

1" 

4697 

2" 

x 3" 


X 

2" 

4969 11 / 2 " 

x 4" 


X 

iy 2 * 

4696 2" 

x 41 / 2 " 

X 

2" 

4970 

2" 

x 5" 


X 

2" 

h- 

B 

k 

1 


T1 






A 

i 





T 









h— 

C 


CHANNELS 

UNEQUAL 
Sharp Corners 

6063-T5 

Alloy and Temper 


T 

**/•' 
X V 
X V 
X »/ 8 " 
X Vs* 
x 3 / 32 * 
X Vg" 
X Vs" 
X Vs' 

xVi* 

X V 
X Vs' 
X Vs' 

' x .100 

X 3 / 32 ' 

x Vi' 

X V 
x Vs" 

X Vs' 

x Vs" 
XV 
X V*' 

X Vs" 
X 3 /l6* 


Weight 
Per Foot 

.150 lbs. 
.187 lbs. 
.263 lbs. 
.300 lbs. 
.374 lbs. 
.251 lbs. 
.337 lbs. 
.413 lbs. 
.374 lbs. 
.450 lbs. 
.524 lbs. 
.413 lbs. 
.564 lbs. 
.360 lbs. 
.360 lbs. 
.563 lbs. 
.564 lbs. 
.787 lbs. 
.563 lbs. 
.713 lbs. 
1.013 lbs. 
1.013 lbs. 
1.237 lbs. 
1.940 lbs. 


Length 

16' 

16' 

20 ' 

20 ' 

20 ' 

20 ' 

20 ' 

16' 

16' 

16' 

16' 

16' 

20 ' 

20 ' 

20 ' 

16' 

16' 

22 ' 

16' 

16' 

16' 

16' 

16' 

16' 


ZEE BARS 

6063-T5 

Alloy and Temper 
16 Ft. Length 


Number 

4618 
23787 

4622 

4619 
4664 


Size 

B 


A 

3 /4"X 

%"X 


3 / 4 " X l/ 8 " 

■ 3 /<" X W 
1" x 5 /s". X W X Ve" 

1" x 1 Vs" x iy 8 " x Vs" 
1 3 /l6* X ll /ie"x 1%" X 3 /l«" 


Weight 
Per Foot 

300 lbs. 
319 lbs. 
.337 lbs. 
.450 lbs. 
.676 lbs. 


fVeights and Measurements A pproximatc 

CHANNELS 


-ht^_ 


T 

A 

± 


u 

k B 


EQUAL 

Sharp Corners 

6063-T5 Alloy and Temper 

16 Ft. Length 

Weight 


Number 

A 


B 


c 


T 

Per Foot 

3619 


X 

3 /s" 

X 


X 

VS4* 

.120 

lbs. 

4614 

w 

X 

w 

X 

w 

X 

3 / 32 ' 

.148 

lbs. 

4688 

5 /s" 

X 

*/•" 

X 

5 /s" 

X 

Vs * 

.244 

lbs. 

4962 

3 / 4 * 

X 

3 / 4 ' 

X 

3 / 4 ' 

X 

Vi' 

.300 

lbs. 

4613 

1" 

X 

1" 

X 

1" 

X 

w 

.413 

lbs. 

4601 

iy 4 " 

X 

iy 4 " 

X 

iy 4 " 

X 

Vi' 

.526 

lbs. 

4607 

iy 2 * 

X 

iy 2 * 

X 

iy 2 * 

X 

Vi' 

.637 

lbs. 

4966 

2" 

X 

2" 

X 

2" 

X 

y.' 

.863 

lbs. 

4608 

2" 

X 

2" 

X 

2" 

X 

3 /i«* 

1.262 

lbs. 

4718 

21 / 2 " 

X 

21 / 2 ' 

X 

21 / 2 ' 

X 

v 

1.065 

lbs. 

4719 

3" 

X 

3" 

X 

3' 

*x 

y. # 

1.286 

lbs. 


1 


Li 


CHANNELS 

T UNEQUAL 
c Sharp Corners 

SASH TYPE 

| 6063-T5 Alloy and Temper 


k B 


16 Ft. Length 


Number 

4606 

4686 


Size 

B C 

W * 3 / 4 ' 

Vi' x%- 


Weight 
T Per Foot 


X 3 / 32 ' 

XV 


.204 lbs. 
.263 lbs. 



IT f- 


b’/l'k 

4653 

.093 lbs. 

16 Ft. Length 


ky 8 "-n 

4654 

.203 lbs. 

16 Ft. Length 


ALL ALUMINUM SECTIONS SHOWN ARE AVAILABLE IN ARCHITECTURAL 
ANODIZED FINISHES. SEE PAGE 1 FOR FINISHES AND SPECIFICATIONS 


COUNTER EDGINGS 

6063-T42 Alloy and Temper 


A 

;T 


i. TEE BARS 

6063-T5 

Alloy and Temper 
16 Ft. Length 


Number 

A 

Size 

B T 1 


T 2 

Weight 
Per Foot 

18307 

3 / 4 " x 

3 / 4 " X 

Vi w 

X 

Vs" 

.206 lbs. 

4625 

3 / 4 " X 

1" X 

w 

X 

Vi" 

.244 lbs. 

4716 

vr x 

iy 4 " x 

w 

X 

Vs" 

.280 lbs. 

4626 

3 / 4 " x 

1 %" X 

s / 32 " 

X 

s / 32 " 

370 lbs. 

8983 

7 /s" X 

iy 4 "x 


X 

y 8 " 

.300 lbs. 

7030 

7 /s" X 

1*/ 4 "X 

s / 32 " 

X 

w 

.328 lbs. 

1257 

1" X 

w x 

vr 

X 

3 /s" 

.319 lbs. 

18308 

1" X 

3 / 4 " X 

w 

X 

>/•" 

.244 lbs. 

25055 

1" X 

1" X 


X 

y 8 " 

381 lbs. 

7895 

ii/ 4 " X 

7 /s' X 

ys* 

X 

y 8 * 

.300 lbs. 

4699 

iy 2 "x 

iy 2 " x 

ys" 

X 

y 8 " 

.431 lbs. 

4978 

iy 2 "x 

iy 4 " x 

3 /l6" 

X 

3 /ie" 

.689 lbs. 

18906 

2" X 

3 / 4 " X 

y 8 " 

X 

l /s" 

.394 lbs. 

7258 

2" x 

2" x 

3 /ie" 

X 

3 /ie" 

.860 lbs. 


TEE BARS 

For acoustical 
ceilings 

6063-T5 Alloy & Temper 
16 Ft. Length 



DRIP MOULDINGS 

16 Ft. Length 

V," *1 

T 
i 

668 .307 lbs. 


’r 4 J 

L tLj 


T 

1 

627 .184 lbs. 



6063-T42 Alloy and Temper 


For doors, 
transoms, ^1 Vi" 
windows 
etc. | 

70421 .194 lbs. 
6063-T5 

Alloy and Temper 


hVs'k 



6 - 


ORNAMENTAL ANGLES 6063 T42 A “ r r pt 

V/.” ^ -v r J 

K 5 /b'H T 

4657 .157 lbs. 


4656 .133 lbs. 


4770 .433 lbs. 


ALUMINUM PIPE ..d TUBING 


tVeights and Measurements Approximate 

SEE PAGE 5 FOR FLUSH TYPE FITTINGS (90°, 40°, 35°) 
SEE PAGE 6 FOR LARGEST SELECTION OF BRACKETS 


O 

20 ft. Length 
Plain Ends 


I.P.S. HANDRAIL PIPE 

6063-T832 Alloy and Temper 

Size Outside Inside Wall Weight 

I.P.S. Diameter Diameter Thickness Per Foot 

li/ 4 " 1.660" 1.380" .140" .785 lbs 

1V2" 1.900" 1.610" .145" .939 lbs 


ALUMINUM 
I.P.S. STANDARD PIPE 

Plain Ends 


o 


6063-T6 

Alloy ond Temper 
20 Ft. Length 


Size Outside Inside Wall 
I. r. S. Diameter Diameter Thickness 


Vi 

3 / 4 " 

1" 

IV 4 " 

1V2" 

2 " 

3" 


.840" .622" .109" 
1.050" 324" .113" 
1.315" 1.049" .133" 
1.660" 1380" .140" 
1.900" 1.610" .145" 
2.375" 2.067" .154" 
3.500" 3.068" 316" 


Per Foot 

.294 lbs. 
.390 lbs. 
.580 lbs. 
.785 lbs. 
.939 lbs. 
1.262 lbs. 
2317 lbs. 


ROUND SEAMLESS 
ALUMINUM TUBING 


O 


Size 

O.D. 

V 

w 

5 /b" 
3 /4 " 
r 

1 Vi* 
1V 2 * 
2 " 


Wall 

Thickness 

.049" 

.065" 

.065" 

.065" 

.065" 

.065" 

.065" 

.065" 


6061-T6 

Alloy and 
Temper 
12 Ft. Lgth 
Weight 


tight 
Per Foot 

.059 lbs. 
.104 lbs. 
.134 lbs. 
.164 lbs. 
.224 lbs. 
.284 lbs. 
.344 lbs. 
.465 lbs. 



Outside 

Wall 

Weight 

Dimension* 

Thickness 

i Per Foot 

* Vi" 

x 1" 

x .078" 

.246 

lbs. 

Vi" 

x 1" 

x .125' 

.328 

lbs. 

* 3 / 4 ‘ 

x iy 2 - 

' x.078" 

.384 

lbs. 

3 / 4 ' 

xiy 2 * 

' x .125" 

.588 

lbs. 

*r 

xiy 2 ' 

' x .078" 

.431 

lbs. 

r 

x iy 2 ' 

' x .125' 

.661 

lbs. 

* \» 

x 2" 

x .083' 

.553 

lbs. 

V 

x 2' 

x .125' 

.851 

lbs. 

iy 4 * 

x 21 / 2 * 

x .125' 

1.023 

lbs. 

iy 2 " 

x 2" 

x .125' 

.967 

lbs. 

iy 2 ' 

x 21/2 * 

x .125" 

1.100 

lbs. 

1 3 / 4 ' 

x2i/ 4 " 

x .125" 

1.126 

lbs. 

i 3 / 4 ' 

x 3" 

x .125" 

1.350 

lbs. 

*1 3 / 4 ' 

x3i/ 4 " 

x .102' 

1.150 

lbs. 

i 3 / 4 ' 

x31/ 2 " 

x .125" 

1.470 

lbs. 

i 3 / 4 ' 

x 4" 

x .125" 

1.650 

lbs. 

i 3 / 4 ' 

x4i/ 2 " 

x .125" 

1.765 

lbs. 

i 3 / 4 ' 

x 5' 

x .125' 

1.950 

lbs. 

2" 

x 3" 

x .125" 

1.426 

lbs. 

2" 

x 4" 

x .125" 

1.706 

lbs. 

2' 

x 5" 

x .125" 

1.985 

lbs. 

3' 

x 5' 

x .125" 

2394 

lbs. 


RECTANGULAR 
ALUMINUM TUBING 


Square Cornered 
EXTRUDED AND DRAWN 

21 Ft. -1 In. Length 


ALLOY A 
TEMPER 


3003-F 


As Extruded 6063-T5 


* Items discontinued when sold out 


□ 


SQUARE 

ALUMINUM TUBING 

EXTRUDED Square Cornered 
6063-T5 Alloy and Temper • 21 Ft.-l In. Length 


J.G. Braun Company 


< 


Outside 

Wall 

Wei 

oht 

Outside 

Wall 

Weight 

Dimensions Thickness 

Per 1 

foot 

Dimensions 

Thickness 

Per Foot 

Vi' 

x y 2 " 

x .062 " 

.130 

lbs. 

iy 2 * 

xiy 2 " 

x .125" 

.825 

lbs. 

* 5 /s' 

x 5 /s' 

x .062 " 

.167 

lbs. 

*1 3 / 4 ' 

Xl3/ 4 " 

x .062 " 

.502 

lbs. 

*%' 

X 3/ 4 ' 

x .062" 

.205 

lbs. 

13/ 4 ' 

x1 3 / 4 ' 

x .125 " 

.975 

lbs. 

3 / 4 ' 

x 3/ 4 ' 

x .125" 

.374 

lbs. 

*2" 

x 2" 

x .062" 

.576 

lbs. 

r 

X 1" 

x .062 " 

.278 

lbs. 

2" 

x 2' 

x .125 " 

1.124 

lbs. 

r 

X 1" 

x .125" 

.526 

lbs. 

21 / 2 ' 

x 21 / 2 " 

x .125" 

1.425 

lbs. 

iy 4 * 

x iy 4 w 

x .062 

.353 

lbs. 

3" 

x 3" 

x .125 " 

1.724 

lbs. 

iy 4 ' 

xiy 4 * 

x .125" 

.675 

lbs. 

4" 

x 4" 

x .125" 

2.324 

lbs. 

iy 2 ' 

xiy 2 * 

x .062 " 

.428 

lbs. 

* Drawn 3003-F Alloy 



discontinued when sold out 


RECTANGULAR ALUMINUM TUBING 


Square ^ 

Corners ^ 

r „ 1 6063-T5 Alloy & Temper 
* 1 21 Ft.-1 In. Length 

1 

_ 115/. r " 

j l, 1*5/.." 


1 


nr 1 ”*• 1 

4" 


1 

I 3 

y 4 " 





With Single Fin 1 / 2 " ! I 
11335 ( 79840 ) *- 11 

1.682 lbs. per Ft. 


With Double Fins 

11336 (79841) 

1.756 lbs. per Ft. 


2 


Skokie, III. 


EST. 1887 


New York, N. Y. 









































ALUMINUM HANDRAILS 


Aluminum Channels in stock to fit all 


AVAILABLE IN ARCHITECTURAL ANODIZED 
FINISHES. SEE PAGE 1 FOR SPECIFICATIONS 



49 I I 2.698 lbs. 

TERMINALS None 



491 0 2.822 lbs. 

TERMINALS None 



j /2 " 4924 3.125 lbs. 

T TERMINALS None 



- 2Vi u — 

49 I 7 1.25 lbs. 

TERMINALS E, G, K, 



1V 
IV 
3' 

4919 1.4 9 lbs. 

TERMINALS E, G, K, 


2 Vi " 


J 4i 

Jj 


49 I 8 2.214 lbs. 

TERMINALS None 


y 


yy 


ll 


4925 2.675 lbs. 

TERMINALS None 



2 V —4 
49 I 5 .980 lbs. 

terminals c, d, e, f, g, h, k. 


IV 
3 V 

49 I 6 1.408 lbs. 

TERMINALS E, 


Weights and Measurements Approximate 
SCALE —HALF FULL SIZE 


handrails-SEE PAGE 2. 6063-T5 Alloy and Temper. 

T 


HANDRAIL TERMINALS 


20 Ft. Length 


r> 'Vj 
k- IV k 

k i V k 

4901 .614 lbs. 

TERMINALS A, B, E, F, 
H, K, L, M, R, S, T, 

A A, BB, 



It- 'V h" 
k IV k , 

f— 1V4 # -*| 

4905 .716168. 

TERMINALS 
C, Dr E, Gr Mr P, 



IV 

k- 1 H 

r— IV —H 

4908 .835 lbs. 

TERMINALS A, B, E, 

F, Hr K, M, R, Sr 7, 
A A, BBr 



1V 

, ^ iv —i 

K- 2V -k 

4900 i.oio lbs. 

TERMINALS A/B r £r 
F, H, Kr *, Sr 7, 



IV 

k- 2 V _k 

4909 (23681).690lbs. 


TERMINALS 

Br Er Fr Hr K, R, S r 7, 


O 

I-- 2V 

4902 1.192 lbs. 

TERMINALS None 



IV 

— 1V —i 

k— 2'/*" -k 

4904 1.244 lbs. 

terminals 

Ar Br E, F, Gr H, K, 



IV J 
h*— IV —k 

k— 1V — 1 

4903 .770 lbs. 

TERMINALS 
Cr D, Er Gr 

Kr Fr 



2 V 

87068 871 lbs. 

TERMINALS None 


ALUMINUM No F214 ALLOY 
SATIN POLISHED FINISH UNLESS OTHERWISE SPECIFIED 

All Lateral and Channel Scrolls are furnished in either 
MGHT or LEFT hand. IJIustrations shown are RIGHT 
hand. Specify LEFT or RIGHT hand when ordering 
Lateral or Channel Scrolls. 

Write For DETAIL SHEET A - 2 - T 

showing full sizes of all Terminals 



. ^ v h 

l V . 

k p/ 4 " 

87067 .446 lbs 
TERMINALS None 



LATERAL SCROLL 
SENIOR 

For Handrails 

4900-4901 -4904 - 4908-4909 



MALLEABLE 

CHANNEL SCROLL 
SENIOR 

Will Fit Handrails 

4900-4901-4904 -4908-4909 


LATERAL SCROLL 

INTERMEDIATE 

For Handrails 490 I - 4908 


malleable 

CHANNEL SCROLL 

INTERMEDIATE 
Will Fil Handrails 4901-4908 


25300 .694 lbs. 

TERMINALS Nona 


lateral scroll 

JUNIOR 

For Handrails 4903-4905-4915 


iv 


® _ ALUM 

u 


ALUMINUM CHANNEL SCROLL 
JUNIOR 

Will Fil Handrails 4903-4905-49 I 5 


h— V/i" —A 

4906 .670 lbs. 

TERMINALS None 


SQUARE TERMINAL 

For Handrails 

4900-4901 -4903-4904 -4905 
4908-4909-4915-4916-4917-4919-13010 






©c - ' 


VERTICAL END 

For Handrails 4900-4901 
4904-4908 -4909-4915-12729 


IV 

— 7* —A 

12729 .911 lbs. 

TERMINALS F, 



TERMINAL END 

For Handrails 4903- 4904 
4905-4915-4917-4919 -13010 



49 


2 “ 

2 '/*" 

I 4 .581 lbs. 




LAMBS TONGUE 
BEVEL 

For Handrails 4900-4901 
4904-4908 - 4909-4915 





CORNER BEND 

For Handrails 

4900-4901 - 4903-4904 - 4908 
4909-4915-4917-4919-13010 


IV 

H— 2'/i* — 

4912 (3986) .816 lbs. 

TERMINALS None 


© 


END FINIAL BASE 

For Handrails 4901 




CENTER FINIAL BASE 

For Handrails 4901-4905-4908 



IV 
l'V - 

4913 .492 lbs. 

TERMINALS None 


®r 


LAMBS TONGUE 

STRAIGHT 

For Handrails 4903-4905 


©©© 


caps 

For Handrails 


J.G.Braun^S,Company 


END 

CAP 


CENTER 

CAP 


CORNER 

CAP 


4900-4901-4908 

4909 


Skokie, III. 


EST 1887 


New York, N. Y. 


3 








































BALUSTER COLLARS 


FOR ROUND 
RODS to Va" 
DIAMETER 

No., 8800 ARROW 
Length 4W' Width 2" 


FOR ROUND 
RODS to 3/4" 
DIAMETER 


No. 8802 
Length 6" 


ARROW 
Width 3" 


No. 8801 
Length 4Va" 

No. 8803 
Length 6" 


FEATHER 
Width 2" 

FEATHER 
Width 3" 


alto available in 

POLISHED BRONZE and MALLEABLE IRON 


3 Vi sq. 


mLJaT* "BB" 

8807 Co,,ar 


AA 


8806 


Collar 


3fc'*q 


8808 Collor 


J.G. Braun ^Company 


Skokie, III. 


EST.1887 


POST COLLARS 


'AA"TYPE "BB'TYPE "CC"TYPE 


POST CAPS 


ALUMINUM -F214 Alloy 
SATIN POLISHED FINISH 

Specify Material 
When Ordering 


TYPE A 


1" 

IV 4 " 

IVa" 

> 2 " 


1" 

1V4 

IV 2 

2 " 


* When ordering 
Caps Specify 


Square 

2i/ 2 ' 
*3" 
31/2' 
*4" 

2' 


ALUMINUM 


x 2 V 2 " 
x 3" 
x 31 / 2 " 
x 4" 

3" 4 4 " 


Round lntide /f 
or "Square Inside" Corners 


Rectangular 
x 3' 
x 4 


4" 

x 5" 
x 51 / 2 ' 
x 6 " 


x 8 " 
x 6 " 
x 71/2" 
x 8 " 
x 12 " 


TYPE B 
ALUMINUM 
Square 
3" x 3" 
4" x 4" 


TYPE C 

STAINLESS STEEL 
Square 
3" x 3" 

4" x 4" 


WHEN ORDERING, SPECIFY "AlUMINUM" («!,. ov„i|pbJ. in | ron or Br0 n..) 


ARROWS AND FEATHERS 


ALUMINUM -F214 Alloy BRIGHT POLISHED FINISH 

Specify Material When Ordering 


with loose base collars 
Overall Length 36" 


ALUMINUM, POLISHED-SATIN FINISH F214 Alloy 
WHEN ORDERING, SPECIFY "ALUMINUM" AND RESPECTIVE NUMBER, (also available in Cast Iron or Bronze) 


ALUMINUM F 214 Alloy SATIN POLISHED FINISH 

Specify Aluminum When Ordering 


TYPE "V" 

HOLE WIDTH HEIGHT 

/a"Sq. w 

H" “ W«" 1" 

Ya "" va" va" 

r “ 2" VA" 


TYPE"P" 
BALUSTER FLANGE 

HOLE WIDTH HEIGHT 

Tis'Rd. 1 H 0 Va" 
J4"Rd. 134' Vi" 


TYPE "N" 

HOLE WIDTH HEIGHT 

A" Sq W<f 1 A" 

H m “ 1*T W 

A" " Wiu" 1W.0" 


TYPE"Y" 


HOLE HEIGHT 


1VT* 2^' 
1A" x 24" 
1H" x 2A" 

\W * w 

IX' x r 


FINIALS 


BRIGHT POLISHED 

ALUMINUM 


With %" - 16 Tapped Hole In Base 


BALL TYPE 


\+~C -►) 


BALL TYPE FINIALS 


URN TYPE FINIALS 


NEW design MODERN FLAME FINIALS 


SQUARE 


DIMENSIONS 


ROUND 

BASE 

A 

B 

c 

BASE 

No. 4407 

1" 

y 


No. 4406 

No. 4409 

wr 

r 

r 

No. 4408 


TYPE "E" 

HOLE WIDTH HEIGHT 


TYPE ' 

HOLE HEIGHT 
V 2 " Sq. 1%" 
Sq. 1%" 
3/4" Sq. 2" 

7/s" Sq. 2V 4 " 
1" Sq. 2V4" 


Z" 

BASE 
1" x 2%" 
IK*" x 2%" 
1V2" x 3V4" 
1%" x 3%" 
1%" x 3%" 


Hole 

Width Height 

#100—1" 

25/s" 

1}6" 

#100—H4' 

' 33/ 8 " 

2" 

#100—11/2' 

' 35/8" 

2" 

#100—2" 

43/g" 

23/g" 

#100—3" 

5 H" 

2/2" 


Va ' sq. 


3/ 4 ' sq 


Smooth finish or handforged effect 

Specify Finish Desired When Ordering 


Upper collar-type ends of 
posts are of sufficient 
length to allow cutting to 
fit bevel-type terminal. 

The lower ends are pro¬ 
vided with “slip-on” base 
collars so that posts can 
be cut to height in accord¬ 
ance with railing design¬ 
ers' specification. 


i- iH* -1 




4218 4219 

Furnished with A" D»o. 
or Vi 4" Dia. center hole 
Specify hole size when ordering 


b- 

new design 

MODERN 

FLAME 


FINIALS ALSO AVAIL¬ 
ABLE IN STEEL AND 
POLISHED BRONZE. 
INFORMATION ON RE- 
QUEST, 


POST 
FLANGES 
No. 100 


TYPE 


HOLE WIDTH HEIGHT 

A" Sq. VA" VA" 

K" “ m" w 

A" “ l A" 1H" 


K A -J 

URN TYPE 


SQUARE 

BASE 

A 

DIMENSIONS 

B 

c 

ROUND 

BASE 

No. 4570 

1" 

y 

vaF 

No. 4597 

No. 4571 

m" 

r 

VA” 

No. 4598 

No. 4572 

VA” 

y 

m" 

No. 4599 

No. 4573 

W” 

6" 

2'A” 



SQUARE 


DIMENSIONS 

ROUND 

BASE 

A 

B 

c 

BASE 

No. 4560 

r 

W" 

~ 

No. 4565 

No. 4561 

VA" 

2'A” 

l'A” 

No. 4566 

No. 4562 

VA” 

2'A” 

VA" 

No. 4567 

No. 4564 

m" 

3'A” 

2" 



TYPE 

HOLE 

HEIGHT 

BASE 

"AA" 

U/ 2 'sq 

2 %" 

3/2" sq 

''BB" 

i'd) 

3" 

2!4'<fc 

"CC" 

1 Va" sq- 

3/4" 

3 / 2 ' sq 


RAILING STARTING POSTS 


New York, N. Y. 










































































| BRAUN "11000 SERIES" 


ALUMINUM PIPE PAII FITTIkIGQ ‘‘ BRAUN moo- SERIES piperail fittings are ideal for quick AND EAS' 

tt-VITUMVITI I II l_ IX/-UI, ri I I IMvO INSTALLATION _ A STURDY AND ATTRACTIVE RAIL AT REASONABLE COST. 


POLISHED - SATIN FINISH F214 Alley WHEN ORDERING, SPECIFY "ALUMINUM FITTING" AND RESPECTIVE NUMBER. 

Designed for 1 ’A" or 1W I.P.S. Standard or Handrail Aluminum Pipe <Pip * Pi,Hn9 ‘ ’ ,0<n * hr " ’ ,06i °" ol ’° ° vailabJ * in C,,,, lron * Bronl ‘ ) 

All flanges furnished without anchorage holes, except No's. 11003, 11004, 11055, 11056 

Pipe and Flush Type Fittings are fastened together by means of pins,welding or 

“T*""" 90° FITTINGS 


FOR SELECTION OF BRACKETS SEE PAGE 6 
Measurements Approximate 


35° AND 40° FITTINGS 




EE&i; 


FLUSH TERMINAL CAP 
No. 11023 iv ipj No. 11024 .vi 



EE 

NECK FLANGE 
No. 11059 . v ips 
No. 11060 i vips 


NECK FLANGE 
No. 11015 i vips 
No. 11016 'Vips 



im 


%* dio. Allen Screw 


h- N -*1 


FLOOR OR WALL FLANGE 
No. 11009 i v ips 
No. 11010 i vips 



PIPE PLUGS Piperail Splice Lock 

»! MOM—HA" !'££ No. 11057 ivips 
No. 11058 ivips 


T T 

I 1 brwd b a 

V. / te a—J 1_£ 

r- R 



k 2 * -t-p 


Post Fining 
No. 11001 ivips 
No. 11002 ivips 


(*-• TT-flU'H 

Well Fining 

Dli". "X" IM" Dim.-X" V 
No. 11003 ivips No. 11055 ivips 
No. 11004 ivips No. 11056 ivips 


These fittings eon be 
used for either left 
hand rails or right 
hand rails, also hori¬ 
zontally. 




No. 11052 ivips No. 11054 ivips 



No. 11039 ivi 
No. 11040 


No. 11041 ivips 
No. 11042 ivips 



No. 11035 ivips No. 11037 ivips 
No. 11036 ivips No. 11038 ivips 



VERTICAL ANGLE CROSS 
35“ 40° 

No. 11043 ivips No. 11045 ivips 
No. 11044 ivips No. 11046 ivips 


HALF VERTICAL ANGLE CROSS 
35° 40° 

No. 11047 ivips No. 11049 ivips 
No. 11048 ivips No. 11050 ivips 


RIPE 

SIZE 

FITTING 

ANGLE 












DIMENSIONS— 

INCHES 













I.P.S. 

(♦) 

A 

B 

c 

D 

E 

F 

G 

H 

1 

J 

K 

L 

M 

N 

0 

P 

Q 

R 

S 

T 

U 

V 

W 

Y 

! z 

AA 

BB 

CC 

DD 

EE 


90° 

1 % 

P/s 

2 

3/2 





y. 

1 

2 Vi* 

3/6 

P/4 

P/s 

Vi 

1 

”44 

3 

4 5 /s 

1/4 

2*4 

2 /s 

3/s 

% 

2/2 





6 

1 Va 

40° 


P/s 

2 

3/2 

1/4 

2/4 

2 Va 

4/4 

v» 


2 M« 














2/2 

2 /s 

4/6 

3/4 

2/4 

6 


35° 

1 % 

P/« 

2 

3/2 

1/4 

2/4 

2Va 

4/4 

3 /s 


2VS* 














2/2 

P/s 

3»/6 

3/4 

2/4 

6 


90° 

i% 

1’%2 

2/4 

3% 






1/6 

2/6 

3/2 

2 

2 /s 

Hs 

1 /s 

•!4« 

3/s 

5/s 

1/2 

2 'fc 

2 3 /s 

4/6 

7 /s 

2/4 





6/2 

1 Vi 

40° 

I”/b 

\'%2 

2/4 

3 Va 

1/2 

3 

3 

4/2 

7 /s 


2/6 














2/4 

2 Vm 

4/s 

4 

2/2 

6/2 


35° - 

1 % 

1 % 

2/4 

3% 

1/2 

3 

3 

4/2 



2/6 














2/4 

1 % 

4/s 

4 

2/ a 

6/2 


Fittings- F 214, Cast • Fascia Flange - 356-T6, Cast. • Floor Flange-6061-T6, Forged. 

90° FITTINGS 

C L. i 



FLOOR FLANGE 
CROSS FASCIA FLANGE 


TERMINAL CAP 

TERMINAL RETURN 



SPECIFY 11 / 4 " OR 1i/2" I.P.S., ALSO ANGLE, WHEN ORDERING 

35° AND 40° FITTINGS 


J.G.BraunfS,Company 


Skokie, III. 


EST. 1887 


New York, N. Y. 



HORIZONTAL 
ANGLE TEE 
VERTICAL ANGLE TEE 

Heriiontol Angle Tee Seme Pettern 


ANGLE CROSS 































































































































CONTINUOUS HINGES 


With Stainless Steel Pins 


Sold only in 
lengths shown 
. . . not 
sold cut to size. 


Standard Commercial Sizes 
For architectural application 

DOORS TRANSOMS SKYLIGHTS 
COVERS FURNITURE CABINETS 
GATES • ETC . . . Not Pierced 

Hinges may be cut for individual job application 
Aluminum Hinges are Suitable for Anodizing 


ALUMINUM 

5052-H34 Alloy and Tamper 



REGULAR TYPE 

72' LENGTH 


ALUMINUM EXTRUDED 

6061-T6 Alloy * Temper 72' LENGTH 


NO. 

WIDTH 

OPEN 

GAUGE 

PIN 

JOINT 

00 

K" 

.032" 

.0625" 

K" 

0 

IV' 

.040" 

.095" 

K" 

1 

IK" 

.040" 

.095" 

K" 

1 

w 

.040" 

.095" 

K" 

3 

2" 

.040" 

“095 77 

K" 

3k 

2" 

.050" 

— 095* 

x h 

4 

2" 

.062" 

.1875" 

1" 

S 

2" 

.062" 

.125" 

X” 

6 

2 Vi" 

.062" 

.125" 

X” 

7 

3" 

.062" 

.125" 

X” 


NO. 

WIDtH 

OPEN 

GAUGE 

PIN 

JOINT 

EX-0 

IV' 

.045" 

.090" 

K" 

EX-1 

IV' 

.045" 

.090" 

V' 

EX-2 

IK" 

.045" 

.090" 

5 /a" 

EX-3 

2 " 

2 

CJS 

.090" 

K" 

EX-4 

2 " 

.064" 

.180" 

1 " 

EX-5 

IV' 

.045" 

.090" 

X " 

EX-6 

2 " 

.054" 

.130" 

— 

EX-7 

2V' 

— 535” 

.090" 

W } 

EX-8 

2V' 

.045" 

.090" 

X” 


STAINLESS STEEL 


NO. 

WIDTH 

OPEN 

GAUGE 

PIN 

JOINT 

SS 3222 

X” 

.025" 

.055" 

K". 

SS-5433 

IV' 

.040" 

.095" 

K" 

SS-6433 

IK" 

.040" 

.095" 

K" 

SS-7433 

IK" 

.040" 

.095" 

K" 

SS-7754 

1V 2 " 

.062" 

.125" 

%" 

SS-9433 

2" 

.040" 

.095" 

K" 

SS-9653 

2" 

.050" 

.125" 

%" 


72'LENGTH Unleaa Noted Otherwlae 


NO. 

WIDTH 

OPEN 

GAUGE 

PIN 

JOINT 

SS-9754 

2" 

.062" 

.125" 

%" 

SS-11653 

3" 

.050" 

.125" 

%" 

SS-11754 

3" 

.062" 

.125" 

%" 

SS-11878 

3" 

.078" 

.250" 

2" 

SS 111078 

3" 

.093" 

.250" 

2" 

•SS-11988 

3" 

.125" 

.375" 

2" 

* SS-13768 

4" 

.062" 

.188" 

1" 


BRONZE HINGES ALSO STOCKED, STOCKLIST SENT ON REQUEST 


1800 SERIES ALUMINUM 

TREILLAGE CASTINGS 


WHEN ORDERING, SPECIFY 
"ALUMINUM" AND RESPECTIVE NUMBER. 
(alto available in Cast Iron or Bronx*) 


MODERN DESIGNS — SIMPLE OR INTRICATE 
CAN BE PRODUCED 

ALSO PRACTICAL FOR FABRICATING 
RAILINGS. GRILLS. GATES. FURNITURE. 
FIXTURES. NOVELTIES. ETC. ETC. 

Now the fabricator can produce unlimited 
varieties of treillage and railing designs — 


TRIANGLE 

NO. 1 800 - LARGE, 17" x 4 7/8" 
NO. 1801 - MEDIUM, 11 1/2" x 3 5/16" 
NO. 1802 - SMALL, 7 1/2" x 2 3/16" 




INVOLUTE^ 


OVAL 

NO. 1803 - LARGE, 12" x 7" 

NO. 1804 - MEDIUM, 9"x5 1/4* 

NO. 1805 - SMALL, 6" x 3 1/2" 

ROUND 

NO. 1806 - LARGE, 8 1/2" 0. D. 

NO. 1807 - MEDIUM, 6" 0. D. 

NO. 1 808 - SMALL, 4" 0. D. 

INVOLUTE 

NO. 1809 - LARGE, 8 1/2"x8 1/2" 
NO. 1810 - MEDIUM, 6" x 6" 

NO. 1811 • SMALL, 4" x 4" 

THICKNESS OF ALL ORNAMENTS 7/32" 


Writ# For: Four Pag* Circular "1800 TREILLAGE Designs" 

or: Two Page Circular "1800 RAILING PANEL Designs" 
or: Both . . . for the Ultimate in Modern Simplicity of Design 



ALUMINUM BRACKETS - IN F214 ALLOY SEE PAGE 6 FOR SELECTION OF BRAUN "11000 SERIES" Piperoil Fittings 


Flat Top for Bar or Channel 

- v - 

2 5 /s" */h1'/4"l 


— SATIN POLISHED FINISH 




k- 2" i*. 1" 4 3/ 6 "cs-k' 

3 /V-^ i— 1 Vs h 5 /i6" *\Vi V Holes 
J C3B=J. T T 



Dim. "A" 

2'/i" 

Dim. "A" 
3" 

No. 4587 

No. 4499-3" 


^p/s'-T 

m 


Holes 



Dim. "A" 

2'/j" 

Dim. "A" 
3" 

No. 4580 

No. 4495-3" 


Curved Top for Pipe Rail — SATIN POLISHED FINISH 

r- 2 3 /»" - 4 


2!4";>h 


hi Vi "1 




- 2" -H *4 1 " u 3 /V'c s k 

-P/s'ki jf/i Holes 

T 

. A - 



Dim. "A" 

2*/j" 

Dim.'"A" 
3" 

No. 4579 

No. 4494-3" 



2 —«-j ► 1 ^6 c'» k 

5 /i6 ; -l »-*l 3 /s ,/ -j rY\(> u s /b" Holes 



Dim. "A" 
2«/ 2 " 

Dim. "A" 

3" 

No. 4593 

No. 4498-3" 


WALL BRACKET FILLER 



SKETCH SHOWING 
FASTENING OF BRACKET 
USING FILLER No. 4405 


No. 44 05 

CAST IRON 

WALL BRACKET FILLER 


Top for Bar or Channel or Pipe Rail 




T 


3 3 /4" 


L 


J.G. Braun ^Company 


Measurements Approximate 


6 


Skokie, III. 


EST 1887 


New York, N. Y. 
















































































































































































ALUMINUM THRESHOLDS- 



Can be furnished in cut to size lengths, drilled and countersunk. B 

4063-T5 Alloy and Temper 16 Ft. 3 In. length Wti^hu *nd M,a,ur,m,nt, 


1 %' 


•ViV 


Type H -suitable for floor mounted door checks 


Number 

A 

B 

Weight 
per foot 

*84782 

4" 

2.000 " 

.630 lbs. 

84783 

5" 

1.450" 

.804 lbs. 

84784 

6 " 

2.000 * 

.988 lbs. 

84785 

7" 

2.243" 

1.127 lbs. 


84781 

Threshold Miter 


T X 

.211 lbs. 

Strip 



For Type H Thresholds 


Number 

A 

B 

Weight 
per foot 

10346 

I'A" 

,7 /64" 

.180 lb. 

P3796 

iy." 

Va" 

.184 lb. 

38653 

l 3 /a" 

,7 /64" 

.194 lb. 

10347 

W 

I7 /m" 

r .232 lb. 

38654 

iV 

I7 /m" 

.224 lb. 



Number 

A 

B 

Grooves 

Weight per foot 

60586 

5" 

3'/*" 

10 

1.014 lbs. 

60587 

6 " 

4'/ 2 " 

12 

1.183 lbs. 

60588 

7" 

5'/ 2 " 

14 

1.352 lbs. 



Number 

A 

B 

Weight 

per foot 

Number 

Grooves 

P3650 

3" 

Vi 

.658 lb. 

5 

38651 

3" 

Vi 

.721 lb. 

3 

4704 

4" 

5 /s" 

.963 lb. 

5 

P365I 

4" 

Vi 

.787 lb. 

5 

19047 

4" 

Vi 

.829 lb. 

5 

4705 

5" 

%" 

1.147 lb. 

6 

P3662 

5" 

Vi 

1.002 lb. 

5 

19048 

5" 

Vi 

1.102 lb. 

6 

4706 

6 " 

5 /s" 

1.291 lb. 

7 

P3663 

6 " 

Vi 

1.189 lb. 

5 

19049 

6 " 

Vi 

1.226 lb. 

7 

26638 

7" 

Vi 

1.777 lb. 

9 




Number 

A 

B 

Weight per ft. 

4802 

2 Vi" 

Va" 

.402 lb. 

4803 or 10351 

r 3" 

Va" 

.476 lb. 

4804 or 10352 

4 5 /64" 

Vi 

.894 lb. 


4708 

Weather Strip Section 

16-Foot Random Length 
for Thresholds 

NOS 3704 3798 4805 5192 
10353 20999 38649 38658 


Number 

A 

B 

Weight 
per foot 

5192 

3*/ 2 " 

7 /s" 

.649 lb. 

20999 

3*/r 

7 /s" 

.661 lb. 

38658 

4'A" 

7 /s" 

.760 lb. 


Number 

A 

B 

Weight 
per foot 

4805 or 10353 

3'/ 2 " 


.595 lb. 

P3704 

3'/ 2 " 


.577 lb. 

38649 

4'A" 

y.4* 

.689 lb. 

P3798 

4'A" 

*/a" 

.701 lb. 



Number 

A 

B 

Weight per ft. 

4807 or 7032 

7Vi" 

Vi" 

1.798 lb. 

7883 

71/." 

1/." 

1 710 Ik 



DOOR 
SECTIONS 



SCALE HALF FULL SIZE Weights and Measurements Approximate 

DOOR FRAME SECTIONS 

A 


‘4776 

.528 lbs. 




3'A" 


•A". 


r h 


PA 



r 1 

1 r 



®^P/a' 

T 

1 

| 

4780 




XL 

IV 

1 

1 

1.6 00 lbs. 

1 Vi" 

vf- 

PA" 

“5 L 


I 


20 Foot Length 


T m 

PA" 

—t'yil— 

L l 

1 




6770 


6771 

4781 


ALL ALUMINUM SECTIONS SHOWN ARE AVAIL¬ 
ABLE IN ARCHITECTURAL ANODIZED FINISHES. 
SEE PAGE 1 FOR FINISHES 
AND SPECIFICATIONS 



: t. Length —L 



Number 

A 

B 

C 

D 

E 

F 

T 

17 8 2 .436 lbs 

2 V 

P/a" 

IV 

3 A" 

V 

V 

V 

3728 1.(63 lbs. 

4 Vi" 

2" 

2/2 " 

PA" 

V 

PA" 

/•" 

8792 1.313 lbs. 

6 " 

1 ,3 /»6 

4 V 

IV 

V 

i" 

/." 


16 Ft. Length 



Number 

A 

B 

C 

D 

E 

F 

G 

7 6 4 8 1.350 lbs 

6" 

2 /8" 

PA" 

P/a" 

V 

1 " 

Tv 

6498 I.3S9 lbs. 

6 V 

P/a" 

2 V 

l/i" 

•/a" 

1 " 

IV 


4V 


f 


4800 .853 lbs. 20-Foot Length 

I'V 


J.G.Braunj&Company 



3H" 

.847 lbs. 20-Foot Length 


Skokie, III. 


EST. 1887 


New York, N. Y. 
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ALUMINUM MOULDINGS- 

SCALE — HALF FULL SIZE Weights and Measurements Approximate 

_______ h %' 4 h- %* -I ftfH t- 1'V H 

CASEMENT 
SECTIONS 


Alloy and Length 
as listed 


ALL ALUMINUM SECTIONS SHOWN ARE AVAILABLE IN ARCHITECTURAL 
ANODIZED FINISHES. SEE PAGE 1 FOR FINISHES AND SPECIFICATIONS 


P/s" 


6063-T5 

Alloy and Temper 
16 Ft. Length 



GLASS STOP SECTIONS >’ 

4703 .227 lbs. T 

. '/,'4 .i id* *4 


h*'4 

4920 

.384 lbs. 


t*-V4 4 

4921 4922 

420 lbs. .430 lbs. 

k r -i 



6063-T42 Alloy A Tompor unless otherwise specified 4753 
16 Foot Length .M3 lbs. 


t~%'-4 •—%'-4 

4625 4626 

.244 lbs. .370 lbs. 


, ,,/l ' H 

4752 .088 lbs. 1001 .174 lbs. 4751.269 lbs. 4750 431 lbs. 

t-%'H 


US' H Wi i* I— 1%' —4 Mfc'H 
4930 .816 lbs. 4932 .660 lbs. 4933 .796 lbs. 493 1.650 lbs. 


.1 


1VS'I 


j ^ 69 9 ^3, ^ 


GLASS 

SECTIONS 

6063-T5 Alloy 
and Temper 
Unless Noted 
Otherwise 

16 Ft. Length 
1 " -. 


IT L | 


4789 


4713 

.061 lbs. 

4790 6063-T42 



.391 lbs. .299 lbs. 


hi/,' 

v i 

4710 

4784 4785 6063-T42 

.718 lbs. .602 lbs. 


7 

1/2 3/ 
1 % 


IVt" T 
Vi 1 

Jr 


r r 


1257 

.319 lbs. 

t- - 


Jr 

4671 £• 

.372 lbs. 

K- 1 " -H 




IT*! 


'i* 

\Z" 4700 jji 4702 >1” 4701 

.240 lbs. .389 lbs. .240 lbs. 



CORNICE MOULDINGS ^ N ^rot d h.mr.V 16 *• u " 9fh 



COVE AND PANEL 
MOULDINGS 




Hi 


4755 

.168 lbs. 


T 

Vi' 

L 




%"|l 

T 

471 3 .066 lbs. 4710.168 lbs. 471 1 .228 lbs. 471 2 .250 lbs. 


r 

1 - 


i**" -1 

L L. 


K 7/,' -H 


h- r 


in in, ’(FS 

4683.138 lbs. 4680 .135 lbs. 4308 .248 lbs. 4681 .238 lbs. 

6063-T5 6063-T5 6063-T5 6063-T5 

. >’/*' -I _ m . 1- US* 


T 

VS' 

L 


T 

%' 

i 


4745 .360 lbs. 


12919 .274 lbs. 

6063-T5 


8321 .365 lbs. 

6063-15 



4777 .209 lbs. 4720 4721 4722 .300 lbs. 

6063-T5 .192 lbs. .234 lbs. 6063-75 



4730 

.155 lbs. 


4723 
.204 lbs. 


4724 
.252 lbs. 


4725 
.430 lbs. 


SNAP-ON MOULDINGS 

16 Ft. Longth 6063-T5 Alloy A Tomptr unUss otherwise specified 

T 



CUPS FOR 
SNAP ON 
MOULDINGS 

(spring stool) 




T 


7W 


%Ji 

SC 201 

FOR 70422, 70423, 
70424 & 84701 


It 


T 

w 

i 

SC 202 
FOR 70425, 70426 
& 84702 


70422 

.947 lbs. 


84701 

.590 lbs. 


J.G.BraunJ$Company 


Chair Rail 

-h!4k 

/■As, 


84702 26936 26937 

.312 lbs. *064 lbs. .040 lbs. 

22 Ft. Longth 6063-T6 


EST. 1887 
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Skokie, III. 


New York, N. Y. 


















































ALUMINUM MOULDINGS- 


PILASTER SECTIO NS 

6063-T5 Alloy and Temper. Length as listed 

2" —I h- 2y 4 " -j 


SCALE— HALF FULL SIZE 
Weight* and Maasuremenu 
Approximate 


ALL ALUMINUM SECTIONS SHOWN ARE AVAILABLE IN ARCHITECTURAL Q 


ANODIZED FINISHES. SEE PAGE 1 FOR FINISHES AND SPECIFICATIONS 

4" 



4'/ 2 " 


ASTRAGALS and FACIAS i t- w i •- m* -j .-f. lr m . 

6063-T42 Alloy and Temper unl<i< ".iHk xflHk ^Aiift V'fMMMI 

16 Ft. Length 4641 4642 ‘4820 4695.188 lb,. 4748 5 /." J 4729 T 

jk- B .117 lbs. .183 lbs. .056 lbs. 6063-T5 .296 lbs. .422 lbs. .4 


T ■ 

Section 

Number 

Height 

Width 

B 

T»t. Wft. 

Per Ft. 

4645 

V|«' 

Vi 

.086 lbs. 

4646 

*!*' 

V 

.107 lbs. 

4647 

v.6* 

V 4 “ 

.128 lbs. 

4661 

JlsL. 

r 

.152 lbs. 

4660 


i‘V 

.212 lbs. 

4674 

V4‘ 

V 

.170 lbs. 

4669 

V 

V 

.192 lbs. 

4658 

V 

1 

.228 lbs. 

4659 

v 4 * 


.257 lbs. 

4662 

.21? 

1*4’ 

.301 lbs. 

4676 

V 

2 

.418 lbs. 



.►a** 

y.i 


1 

t 464I 

^ 4642 

^ 4820 

.117 Ibi. 

.183 Ibi. 

.056 lbs. 

l h- 

1 Vj’ 


HS M 




4768 

92 lbs. 


»H‘ H *■ 
W 

4737 .479 lbs. 4783 .372 lbs. 6063-TS 


1 t— I’/s' 
Vi’tm 

9951 .217 lbs. 

6063-T5 



4726 .450 lbs. v *‘ 4738 .551 lbs. 
2%' 



4749 .350 lbs. 


3 



9553 .674 lbs. 6063-T5 
6V%" -H 


VW 
1 3 /fc 

• 096 V%"-h %' k- 3 " 

64097 1.208 lbs. 


3616 1.181 lbs. 6063-T5 

5%" 

4Vb' 


Temper 

i/a " .108" 

64016 1.060 lbs. 

With concealed fastenings; ossembles with itself to form continuous fascia. 


%V i 

■ i 


t —%*-1 J 01 


FACIA SYSTEM 


i—t 


6063-T5 Alloy and Temper 16 Ft. Lflth 
Weights and Measurements ApProximate 



. 200 * 
- -L 

77563 .098 lbs. 

End Stop 
Anchor 


k- 1%' -H 
k%**h l r *4 

58222 

-Vs .385 lbs. 


IV." R 


,| Cornor 58391 .404 lbs. 

.i. iju< 

r A t 

58219 m ib,. Y ' T/a " 

End Moulding _ - 

for Fascia 77564 .108 lbs. 

End Stop 





Plaster Stop 5822 I .624 lbs. 

—H 


ALUMINUM WELDING RODS 

FOR ARCHITECTURAL APPLICATION 



Standard Alloys. . . 

Etched Ffnish 


1100* 

4043 

*# 

5356* 

** 

Length 

Diam. 

Length 

Diam. 

Length 

Diam 

36" 

K 4 " 

36" 

*6" 

36" 

H»" 

36" 

Ha" 

36" 

Ha" 

36" 

Ha" 

36" 

K" 

36" 


36" 

w 

36" 

Ha" 

36" 

tii" 

36" 

Ha" 

36" 

K 4 " 

36" 

K*" 

36? 

K*" 


Packaged 

in Round 

Cardboard Tubes. 



CHOICE OF ALLOYS 
Welding Rod 

*1100 Used for welding AN 
toys 1100 and 3003 Parent 
Metals. Good Color Match for 
Anodizing; Good Ductility 


**4043 General Purpose for 
all Weldable Aluminum Al¬ 
loys (Turns dark after ano¬ 
dizing) 


5 Lbs Welding Rod in each tube. 
36 inch Straight Lengths. 


When Ordering 

Specify Rod Alloy and Rod Diameter 


***5356 Used for Arc Weld¬ 
ing all Weldable Aluminum 
Alloys Except 1100 and 3C03. 
Recommended for 6063 Al¬ 
loys. Excellent for Color 
Match After Anodizing 


Fascia 87066 

SCALE ~ HALF FULL SIZE 


.82 0 lbs. 



ALUMINUM 

WELDING FLUX 


j.G.BraurifsCompany 


WELDING FLUX No. 22 (Use — Torch Flame Welding 
PREFERABLY FOR ALLOYS 3003 & 6063) Packed in 
1 Lb., and 5 Lb. Containers 


Specify size container when ordering 


Skokie, III. 


EST. 1887 


New York, N. Y. 
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ALUMINUM MOULDINGS 

WINDOW SILLS Length as listed 


Weights and Measurements Approximate 
SCALE —HALF FULL SIZE 

STYLE “AA" (“B”) 


6063-T42 Alloy and Temper 



NAILS AVAILABLE FROM STOCK 

h*— A —H 

B —Fh 



SECTION NO. 

WT. 


DIMENSIONS- 

-INCHES 


20 Ft. 
Length 

21 Ft. 
Length 

Per Ft., 
Lbs. 

A 

B 

c 

D 

E 

F 

t 

54684 

13695 

.767 

3/2 

2 3 /4 

3/8 

l ,3 /l6 

3 /l 6 

3/16 

/• 

54685 

13696 

.842 

4 

3/4 

5 /s 

1 27 /32 

7 /32 

3/16 

Vi 

54686 

9558 

.919 

4</ 2 

33/4 

5 /s 

l 7 /s 

Vk 

y.6 

Vi 

54687 

13008 

.994 

5 

4/4 

5 /s 

1 3% 2 

%2 

3/. 6 

Vi 

54688 

13009 

1.067 

5/2 

4% 

5 /s 

I l5 /l6 

5 /l6 

3/16 

Vi 

54689 

13697 

1.141 

6 

5/4 

3/a 

13/32 

"/32 

3/l'6 

Vi 

54690 

13698 

1.529 

6’/i6 

5 3 /4 

2, /32 

2 

3/8 

3/l 6 

3/32 

54691 

— 

1.716 

7’/l6 

63/4 

21 /32 

2/16 

7 /l6 

3/16 

3/32 

54692 

— 

2.189 

8/s 

7/4 

"/l6 

2 5 /32 

,5 /32 

Va 

3/16 

54693 

— 

2.414 

9/s 

8/4 

"/is 

2/32 

,7 /32 

Va 

3/l 6 


STYLE “C” (“A”) 


SECTION NO. 

WEIGHT 
Per Ft. 
Lbs. 

DIMENSIONS—INCHES 

20 Ft. 
Length 

21 Ft. 
Length 

A 

B 

C 

D 

E 

F 

37734 

— 

.524 

3 7 /i6 

3 

%2 

l’/l6 

3/16 

3/16 

37735 

— 

.574 

3'3/,6 

3/2 

3 /32 

l'%2 

7 /32 

3/16 

37736 

— 

.636 

4/16 

4 

3/32 

13/8 

Va 

3/16 

37737 

3686 

.691 

4'3/,6 

4/2 

3/32 

l 2 '/32 

%2 

3/16 

37738 

3687 

.746 

5 7 /i6 

5 

3 /32 

l"/l6 

3/16 

3/l 6 

37739 

3685 

.804 

5'3/, 6 

5/2 

%2 

l 2 3/3 2 

"/32 

3/16 

37740 

— 

1.147 

6/2 

6 

Vi 

13/4 

3/8 

y.6 

37745 

— 

1.903 

9/16 

8/2 

3/32 

13/32 

l7 /32 

Va 


WINDOW STOOL 

6063-T42 Alloy and Temper Length as listed 


7 M'* 


f 


7 2 6 5 9 3 .720 lb,. 

_L 20 Ft. 

Length 


BASE MOULDINGS 


Alloy and Length 
as listed 



4694-A 
.207 lbs. 
6063-T42 
1 0 Ft. Length 


T 






h 

J 


™ 6063-T5 

Alloy & Temper —^ 
16 Ft. Length 4%( 


-I 


4891 
.954 lbs. 

I- 


84701 

.590 lbs. 


LJ 


ALUMINUM COPINGS 

AND ACCESSORIES 

ALUMINUM COPING For •' Wail 

-9Vl" 


6063-T42 Alloy and Temper Length as listed 


Weights and Measurements A pproximate 


ALL ALUMINUM SECTIONS SHOWN ARE AVAILABLE IN ARCHITECTURAL 
ANODIZED FINISHES. SEE PAGE 1 FOR FINISHES AND SPECIFICATIONS 


MITERED CORNERS FOR SECTIONS 
SHOWN ARE LISTED ON PAGE 11 





66611 -8" COPING 66611 -Joint Cover 

2.412 Lbs./Ft. 9'1 OVi Length 4 In. Length 

Use #10 x 3/$," Stainless Steel Sheet Metal Screw 




ELEVATION AT JOINT 

COMPONENT PARTS FOR 66611/8" COPING 

Joint Cover • Anchor Bolt & Plate Assembly • Anchor Gutter Bar 
Outside Mitre # Inside Mitre 


ALUMINUM COPING For 12'Wall 

% a*' 


69177 12" COPING 5.552 Lbs./Ft. 9 / 10 , / 2 ,/ Length • 69177 Joint Cover 4 In. Length 



ALUMINUM JOWT COVER 


STAMPED ALUMINUM 
ANCHOR GUTTER BAR 



ANCHOR BOLT A 
PLATE ASSEMBLY 
FOR 12“ WALL 


COMPONENT PARTS FOR 69)77/12" COPING 
Joint Cover • Anchor Bolt & Plate Assembly • Anchor Gutter Bar 
Outside Mitre • Inside Mitre 


-COVER PLATE 5190 


COPING 3948 m* 



ALUMINUM COPING ForS'Waii 

3948 — 8" COPING 
2.210 Lbs./Ft 10 Ft. Length 

5190 — Joint Cover 

1.991 Lbs./Ft. O' 6" Length 


WELDED MITERED CORNER 

&L- 



J. G. Braun MCompany 


Skokie, ill. 


EST.1887 


New York, N. Y. 



















































































































































































ALUMINUM GRAVEL STOPS 


AND ACCESSORIES 


6063-T42 Alloy and Temper Length as listed 
tVeights and Measurements Approximate 


GRAVEL 

STOP 

EXTRUDED Al UMINUmI 

| F O R BONDED 

ROOFS | 


Use #10 x 13/ 4 " 

F H. Stainless Steel 

Wood Screw. 




ALL ALUMINUM SECTIONS SHOWN ARE AVAllAiLE 
IN ARCHITECTURAL ANODIZED FINISHES. SiE PAGE 
1 FOR FINISHES AND SPECIFICATIONS 


Br 



SEE IMPROVED No.S7QQ7 . 


SEE IMPROVED No.B7D96 - 

SEE IMPROVED No.84968 - 


DIE NO. 
Gravel Stop 

A 


MSION: 

C 

s 

T 

Length 

Weight 
Per Foot 

► 42059 

A" 

3/2" 

y»" 

'/a' 

9'UVi" 

.8481b. 

87097 

4" 


1" 


9 , n l /y / 

.848 lb. 

4632 

4" 

3'/2" 

1 1" 

w 

10' 

.8391b. 

42058 

4" 

5" 

1" 

'/*' 

9'11 1 / 2 " 

1.0291b. 

9852 

4" 

5" 

1" 

%2" 

10' 

1.0521b. 

13436 

4" 

6" 

l'/2" 


10' 

1.145 lb. 

66588 

4" 

6" 

i'/ 2 " 


9-111/ 2 " 

1.145 lb. 

39259 

4" 

6 Vi" 

3 A" 

W 

9'll'/ 2 " 

1.2011b. 

87096 

4" 

«'/?" 

1" 

W 

9'UV->" 

1.2011b. 

8972 

4" 

6'/2" 

1" 


10' 

1.1771b. 

42063 

4" 

7 3 / 4 " 

%" 

'/*" 

9'11 l/j" 

1.7681b. 

13011 

4" 


V' 

Vs" 

10' 

1.758 lb. 

84968 

4" 

7 %" 

l'/2" 

’/a" 

9'll'/ 2 " 

1.7681b. 


DIE NO. 
Joint Cover 

Weight 

Per Foot 

Weight Per 

6” Pc As 
Furnished 

42062 

1.0001b. 

.5001b. 

87098 

1.042 lb. 

.521 lb. 

4691 

.6681b. 

.3341b. 

42061 

1.2291b. 

.6151b. 

9853 

1.2191b. 

.6101b. 

13492 A 

1.3751b. 

.688 lb. 

66589 

1.3751b. 

.688 lb. 

39258 

1.3401b. 

.6701b. 

87095 

1.368 lb. 

.684 lb. 

8973 

1.3901b. 

.6951b. 

42060 

1.9941b. 

.997 lb. 

13012 

2.0241b. 

1.0121b. 

84969 

2.125 lb. 

1.063 lb. 


#10 X *•' ALUM 0« SS SMS 
ALUMINUM JOINT COVf* 

FLASHING GRIP 

EXTRUDED ALUMINUM GRAVEL STOP 

1 PLY 901 MINERAL SURFACE PLASHING 

2 PLIES FLASHING PELT •" WIDE STRIP 
ANCHOR PUT! 

#10 X I*" RHWS 



ALUMINUM GRAVEL STOP 


AT JOINT 


COMPONENT PARTS 
Joint Cover 
Pitch Dam 
Anchor Plate 
Outside Mitre 
Inside Mitre 

R.H. Stainless Steel Wood Screw 


Use # 10 x 13/, --... WiWWI TTWU Jtrcw 

Use #10 x 3/ 4 " Stainless Steel Sheet Metal Screw 



SECTION NUMBER 

WEIGHT 
Per Ft., 
Lbs. 

on 

IO'-0" 

Length 

68755 

13888 

1.606 


68755 (13888) Joint Cover 4 In. Length 

N 


GRAVEL 

r WIOE STRIP OP 
ROOPMG FELT PlASHMG 


jomt COVER 


KTRUOED ALUMINUM 
GRAVEL STOP P'.nW'LONC 


ALUMMUM ANCHOR PLATE 
AT JOINT 


•UAT-UP ROOFING 


CONTINUOUS ALUMINUM 
PITCH DAM—I" X*l" X .025" 
LAP ENOS 4" 



ALUMINUM JOINT COVW 


10 X %” ALUM OR SR SMS 
THROUGH JOMT COVER TO 
ONE GRAVEL STOP SECTION 


ALUMINUM ANCHOR PLATE 
W" X 4" X 
#10 X I*" RHWS 


CONTINUOUS ALUMMUM 
PWCH DAM-1" X 1" X .025" 
LAP ENOS 4“ 


ALUMINUM GRAVEL STOP 


COVER PLATE 5216 COPING 3909 


3909 

Gravel Stop 

10 Ft. Length 
1.385 lbs. per Ft. 


5216 

Joint Cover 

6 In. Length 
1.0 85 lbs. per Ft. 



Screw end Washer 


6 V 3%'«'/e 
Anchor Plats 


J.G. Braun ^Company 


MITRED CORNERS 

for Copings ond Gravel Stops 
FURNISHED WITH UNGROUND WELD AREAS 
90° CORNERS - AVAILABLE FROM STOCK 


y 

18" 




18 " -H 


f *—1 8 




18 " 


Outside Corner Inside Corner 

SPECIFY “OUTSIDE 90°” OR “INSIDE 90°” 
WHEN ORDERING. 


3133 

13524 

66611 

3909 

13883-84 

68755 

3948 

13886 

69177 

4632 

13887 

79587-88 

7886 

13888 

79591 

8972 

39259 

79592 

9852 

42058 

84968 

13011 

42059 

87096 

13436 

42063 

66588 

87097 


Skokie, III. 


EST 1887 


New York, N. Y. 
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ALUMINUM GRAVEL STOPS 

AND ACCESSORIES 


6063-T42 Alloy and Temper Length as listed 

JfUM 


ALL ALUMINUM SECTIONS SHOWN ARE AVAILABLE IN ARCHITECTURAL 
ANODIZED FINISHES. SEE PAGE 1 FOR FINISHES AND SPECIFICATIONS 

MITRED CORNERS FOR SECTIONS SHOWN ARE LISTED ON PAGE 11 

tVtights and Measurements Approximate 



ALUMINUM JOINT COVER 

EXTRUDED ALUMINUM GRAVEL STOP 79591 

2 —NO. 10 X 1*** ALUMINUM 0B 79592 

P. H. W. 8. 


(13886) 

(13887) 


WfAv&y.yt? 

DAM BENT OVER ROOFING 
J** ALUMINUM ROOFING NAILS 18* ON CENTER 


ALUMINUM FLASHING AT JOINT 


EXTRUDED ALUMINUM FACIA 79589 (.13885) 


NO. 10 X 1 ) 4 ' H. W. S. AT THIRD POINTS 


FIELD FORMED ALUMINUM JOINT COVER 
EXTRUDED ALUMINUM SOFFIT SECTION 79590 f 13919) 
ALUMINUM SOFFIT JOINT COVER 


Accessories 

• Concealed joint covers 

• Mitered corners 


SECTION NUMBER 

WEIGHT 
Per Ft., 
Lbs. 

DIMENSIONS— INCHES 

9'-II'/,* 
Length 

IO'-0" 

Length 

A 

B 

c 

T 

79591 

13886 

1.126 

4% 

4*/i6 

% 

%2 

79592 

13887 

1.350 

4% 

SV,4 

1 % 

3/ 32 

79589 

13885 

.454 

SEE ILLUSTRATION 

79590 

13919 

.680 

SEE ILLUSTRATION 


4 H' 



SECTION NO 

i. 

WT. LBS. /FT. 

LENGTH 

FACIA 

18524 

.789 

lO'-O* 

CANT STRIP 

18526 

.448 

lO'-O* 

CLIP 

18525 

.888 

0'-8* & 0'-8' 


No. 10x1*** F.H.W.S. 5'-0* O.C. 
AT CENTER AND JOINT - 





-GRAVEL 8TOP 
7886 
fc* I 

"COVER PLATE 
W I 7887 

WATERPROOF 
MEMBRANE 


‘FACIA PLATE 
8124 


SECTION NO. 


WT. LBS./FT. 

LENGTH 

GRAVEL STOP 

8188 

1.468 

lO'-O* 

COVER PLATE 

5191 

1.026 

0'-6* 

GRAVEL STOP 

7886 

055 

10'-0* 

COVER PLATE 

7887 

1.284 

0'-6* 

tfAdiA PLATE 

81&4 

.948 

lO'-O* 

SOFFIT SECTION 

8182 

.610 

lO'-O* 



flashing CAP 79587 (l3884) 

ALUMINUM JOINT COVER 

NO. 10 X *** S. M. S. AT "v” SLOT 

EXTRUDED ALUMINUM GRAVEL STOP 79588 (l3883) 

NO. 10 X 1|** ALUMINUM R. H. W. S. AT JOINT 
ANCHOR PLATE AT JOINT 

i. 10 X 1*** ALUMINUM R. H. W. S. AT THIRD POINTS 


Accessories 

Anchor plate 
Concealed joint covers 
Mitered corners 
Pitch dam 


ALUMINUM ROOFING NAILS 18* ON CENTER 




CONTINOUS ALUMINUM PITCH DAM 
EXTRUDED ALUMINUM FACIA 79589 (l 3885) 

FIELD FORMED ALUMINUM JOINT COVER 


ALUMINUM FASTENER 
SOFFIT SECTION 79590 


(l 3919) 


SECTION NUMBER 

WEIGHT 
Per Ft., 
Lbs. 


IO'-0" 

Length 

79587 

13884 

.468 

79588 

13883 

1.387 

79589 

13885 

.454 

79590 

13919 

.680 


WE SUGGEST: 

STAINLESS STEEL SCREWS 


3/ 4 " 


#10 X 

# 8 X 3/4" 

# 10 x %'■ 
#10 x 11/2' 

# 10 X 13/V 

# 10 X 13/4' 

# 8 X W 


AVAILABLE FROM STOCK 

'SERVICE IS OUR BEST SALESMAN" SINCE 1887 


S/S R. K. S M S (TYPE A) 
S/S R.H.SMS (TYPE A) 
S/S F. H. WOOD SCREWS 
S/S R. H. WOOD SCREWS 
S/S R. H. WOOD SCREWS 
S/S F. H. WOOD SCREWS 
S/S R. H. WOOD SCREWS 


7540 McCormick Blvd./ Skokie, Illinois 
Chicago Phone: ROgers Park 7-4600 


J.G. Bra unjf Company 


ESI.1887 

Direct line from Philadelphia to New York: 


537 West 35th St , New York 1, N. Y. 
Phone: BRyant 9-8528 
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